ETag: "25f61ce69144d36c286415101a4ca954"
accept: */*
authorization: low zbvALf1Yzhl0eXzX:REDACTED_BY_IA_S3
connection: close
content-length: 15612089
expect: 100-continue
host: s3.us.archive.org
user-agent: curl/7.25.0 (i686-pc-linux-gnu) libcurl/7.25.0
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